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UNCLASSIFIED 

PAGE 01 MOSCOW 13205 092103Z 
ACTION SY-05 

INFO OCT-01 EUR-12 ISO-00 FBOE-00 A-01 /019W 

010811 102027Z/45 

R091343Z JUN 78 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 2876 
INFO AMCONSUL LENINGRAD 

UNCLAS MOSCOW 13205 

STATE FOR OIC/NSU AND SY/OPS/FBO 

E.O. 11652: N/A 
TAGS: ASEC, NSU 

SUBJECT: FIRE DETECTION MODULES 


Message Text 


1 . THE NEW FIRE DETECTION MODULES HAVE ARRIVED THIS 
POST 07 MAY PRECHECKED AND READY FOR INSTALLATION. 


2. PER TELCON WITH LENINGRAD, CEC DICK CAN BE AVAILABLE 
FOR TDY THIS POST 16 MAY TO INSTALL THESE UNITS. 


3. THE HONEYWELL TECHNICIAN FROM VIENNA WILL BE 
REQUESTED TO THOROUGHLY CHECK OUT THE COMPLETE SYSTEM 
PRIOR TO INITIATING THE POWER. 


4. IS IT THE INTENTION OE NSU TO TDY CEC DICK TO 
COMPLETE THIS PROJECT OR PERMIT CE-1 RAMSEY 
WITH THE ASSISTANCE OE CEC CLEMENTS TO INSTALL THESE 
UNITS. PLEASE ADVISE. MATLOCK 


UNCLASSIFIED 


NNN 
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